7 y E LSS Che EMPLOYERS 

The Employers’ Group E OE 
of Boston.Massachusetts Che EMPLOYERS 

m EN = FIRE INSURANCE COMPANY 
NORTHERN NEW JERSEY CLAIM DEPARTMENT ( EMPLOYERS ) 


SINSURANCE COMPANY 


1180 RAYMOND BOULEVARD 
NEWARK, N. J. 


August 6, 194l. 


Mewar k Eagles Baseball Club, 
156 Spruce Street, 
Newark, New Jerseye 


Att: Effa Manley 


Gentlemen: Re; WC-361866-a 
Eff Raleigh Mackey, 
~~ Anj-s 6/1/84 _ 


We are at this time ec losing our 
check in the amount of $22.86 covering 1 1/7 weeks? 
compensation from June 14 to June 22. 


We also enclose forms #2 and #3 in 
@uplicate which kindly have Mr. Mackey sign and return 
them to this office as soon as possible. 


Yours very truly, 
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% 


Supt. Claim Dept. 


